DOCKETED ITEMS       27

9005040043 Forwards Safety Insp Repts 50-456/90-11,50-457/90-14, 50-454/90-13,50-
455/90-12,50-237/90-14,50-249/90-13, 50-373/90-07,50-374/90-08,50-254/90-07,50-
265/90-07, 50-295/90-10 & 50-304/90-11 on 900220-0404.

GREGER.LR. Region 3, Ofc of the Director. 90/04/20. REED.C. Commonwealth
Edison Co. 2pp. 53725:356-53725:361.

-9005040048 Insp Repts 50-456/90-11,50-457/90-14,50-454/90-13, 50-455/90-12,50-
237/90-14,50-249/90-13,50-373/90-07, 50-374/90-08,50-254/90-07,50-265/90-07,50-
295/90-10 a 50-304/90-11 on 900220-0404.No violations noted.
KUNOWSKI.MA, PAUL.RA, SCHUMACHER.M.C. Region 3, Ofc of the Director. 90/
04/20. 4pp. 53725:358-53725:361.

9004200525 Suppl 1 to NRG Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005010086 Forwards response to NRC Bulletin 90-002 re BWR problems w/excessive
channel box bow resulting in loss of thermal margin.EncI B providing methodology to
determine channel bow critical power ratio adjustment withheld (ref 2.790).
RICHTER.M.H. Commonwealth Edison Co. 90/04/26. Document Control Branch (Doc-
ument Control Desk). 12pp. 53666:101-53666:112.

9005080104 Forwards Insp Repts 50-237/90-12 & 50-249/90-11 on 900327-0410. No
violations noted.Weakness re exposures exceeding administrative limits & unplanned
extremity exposure noted & should be addressed in response.
GREGER.LR. Region 3, Ofc of the Director. 90/04/27. REED.C. Commonwealth
Edison Co. 2pp. 53780:010-53780:018.

-9005080105 Insp Repts 50-237/90-12 & 50-249/90-11 on 900327-0410.No violations
noted. Weaknesses in area of radiation exposures noted. Major areas
inspected:radiation protection program, including audits & appraisals & personnel

KUNOWSKI.MA, PAUL.RA, SCHUMACHER.M.C. Region 3, Ofc of the Director. 90/
04/27. 7pp. 53780:012-53780:018.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK,E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. Of New York, Inc. 97pp. 53601:328-53602:067.

9005100091   Forwards  Safeguards  Insp   Repts  50-237/90-10  &  50-249/90-09  on
900321-0403 & notice of violation.Notice of violation withheld (ref 10CFR73.21).
GREGER.LR. Region 3, Ofc of the Director. 90/04/30. REED.C. Commonwealth
Edison Co. 2pp. 53789:137-53789:139.

-9005100092 Partially withheld Insp Repts 50-237/90-10 & 50-249/90-09 on 900321-
0403 (ref 10CFR73.21).Violations noted.Major areas inspected:physical
security,involving mgt support.security program plan & audits & protected & vital area
barriers.

MADEDA.TJ., CREED,J.R. Region 3, Ofc of the Director. 90/04/27. 1p. 53789:139-
53789:139.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9005150024 Forwards Safety Insp Repts 50-237/90-07 & 50-249/90-06 on 900410-
12. No violations noted.One exercise weakness identified as noted in encl app.Util
should submit response within 45 days of Itr date to exercise weakness.
GREGER.LR. Region 3, Ofc of the Director. 90/05/03. REED.C. Commonwealth
Edison Co. 3pp. 53826:250-53826:285.

-9005150026 Insp Repts 50-237/90-07 & 50-249/90-06 on 900410-12.No violations or
deviations noted.Major areas inspectedrplant annual emergency preparedness exer-
cise involving review of exercise scenario.

BARSS.D.M., SNELL.W. Region 3, Ofc of the Director. 90/05/03. 33pp. 53826:253-
53826:285.

9004260013 NRC Info Notice 90-031. "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Oement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005140114 Forwards schedule for submitting info re reactor vessel head insp in re-
sponse to 900427 request.Repts "Structural Evaluation of Cracks in Top Head at
Quad-Cities Nuclear Plant..." & "Safety Evaluation Quad-Cities...." also encl.
STOLS.R. Commonwealth Edison Co. 90/05/04. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 3pp. 53830:012-53830:065.

-9005140117 "Structural Evaluation of Cracks in Top Head at Quad-Cities Nuclear
Power Station Unit 2."

CAINE.TA, RANGANATH.S.. MEHTA.H.S. General Electric Co. SASR 90-33. 90/04/
30. 45pp. 53830:015-53830:059.

-9005140121 "Safety Evaluation Quad-Cities Nuclear Power Station Unit 2 Reactor
Pressure Vessel Cladding Indications."

LEATHERMAN.J.E., LOAKEM.J.M., CAINE.TA General Electric Co. DRF AOO-03681.
90/04/30. 6pp. 53830:060-53830:065.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005170059 Informs that util responses to NRC Bulletin 88-004, "Potential Safety-Relat-
ed Pump Loss," acceptable.Evaluation of actions should be maintained for at least 2
yrs.

OLSHAN.LN.   Project   Directorate   III-2.   90/05/14.   KOVACHJJ.   Commonwealth
Edison Co. 4pp. 53855:265-53855:268.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005150322 Monthly operating repts for Apr 1990 for Dresden Nuclear Power Station
Units1,2&3.W/900501 Itr.

MAXWELL.D.C.,  EENIGENBURG.E.  Commonwealth  Edison  Co.  90/04/30. 69pp.
53824:017-53824:085.

S. Reportable occurrences, LERs & related correspondence

9005160100 LER 89-029-01 :on 891023.HPCI sys discharge piping revealed elevated
temps.Caused by reactor feedwater sys back leakage into piping.HPCI sys standby
lineup revised & procedure changes made to control revised positions.W/900501 Itr.
SPEROFF.R.D., EENIGENBURG.E. Commonwealth Edison Co. 90/05/01. 26pp.
53804:175-53804:200.

V. Operator Examinations

9005160058 Provides info re generic fundamentals exam section of operator licensing
written exam to be administered on 900606.Map of area including time & location
where exams will be administered also encl.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/05/09. Commonwealth Edison Co.
5pp. 53865:054-53865:058.
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F. Security, medical, emergency & fire protection plans

9004270297 Advises of safeguards regulatory effectiveness review scheduled for plant
during wk of 900709-13.

MARTIN.T.T. Region 1, Ofc of the Director. 90/04/13. MECREDY.R.C. Rochester Gas
& Electric Corp. 3pp. 53632:173-53632:175.

9004250288 Forwards Safety Insp Rept 50-244/90-03 on 900221-0323 & notice of
violation. Discrepant conditions re deficient housekeeping by health physics engineer
noted.

JOHNSON.J.R. Region 1, Ofc of the Director. 90/04/18. SMITH.R.E. Rochester Gas
& Electric Corp. 2pp. 53597:350-53598:044.

-9004250289 Partially withheld notice of violation from insp on 900221-0323 (ref
10CFR73.21).Violation noted:on 900316, individual gained access to protected area
through personnel access point w/o being searched for explosives.

*  Region 1, Ofc of the Director. 90/04/18. 2pp. 53597:352-53597:353.

-9004250290 Insp Rept 50-244/90-03 on 900221-0323.Violations noted. Major areas
inspected:operations,radiological    controls,    maint/surveillance,security,engineering/
technical support & safety assessment/quality verification.
MCCABE,E.C. Region 1, Ofc of the Director. 90/04/16, 44pp. 53597:354-53598:044.

9005010031 Forwards Safeguards Insp Rept 50-244/90-04 on 900326-29 & notice of
violation.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/04/18. MECREDY.R.C. Rochester
Gas & Electric Corp. 2pp. 53667:225-53667:237.

-9005010033 Partially withheld notice of violation from insp on 900326- 29 (ref
10CFR2.790& 73.21).

*  Region 1, Ofc of the Director. 90/04/18. 1p. 53667:227-53667:227.

-9005010037 Partially withheld Physical Security Insp Rept 50-244/90-04 on 900326-29
(ref 10CFR2.790 & 73.21). Violations noted.Major areas inspected:mgt
effectiveness,mgt support.security program plans & audits & protected area & power

LANCASTER.W.K., ALBERT.R.J., KEIMIG.R.R. Region 1, Ofc of the Director. 90/04/
13.10pp. 53667:228-53667:237.

9005110215 Forwards Safety Insp Rept 50-244/90-08 on 900416-20.No violations
observed. Mgt attention & support needed in area of QC program for radiological envi-
ron monitoring program.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/04/30. MECREDY.R.C. Rochester
Gas & Electric Corp. 2pp. 53814:344-53814:353.ackaging of U Hexafluoride (UF6) for Transportation." Svc list enol
